Highness* Government during the Great War in which the Empire was
so seriously involved, singled him out from the Ruling Princes of
India by conferring upon him the special style of " His Exalted Highness."
This of course is consistent with the dignity and position which he occupies
in the country and the conferral upon him formally of the honourable
title of " Faithful Ally" of the British Government for loyal assistance
rendered during the war, is a signal token of the friendship which has
existed for so long between the British Government and His Exalted
Highness1 illustrious house.

POCHARAM LAKE, WATERSPREAD 6^25 SQ. MILES, CAPACITY 2400 M. CFT.
IRRIGATION UNDER THE LAKE 15,030 ACRES

HIS MAJESTY'S LETTER

BUCKINGHAM PALACE,

Dated 24th January 1918.
Your Exalted Highness,

It has given me great satisfaction to show my appreciation of the
eminent services which you have rendered to my Empire during the War
by conferring upon you the special style of "Exalted Highness" and by
confirming to you formally the honourable title of " Faithful Ally " of the
British Government by which Your Exalted Highness and your predecessors
have long emphasized your loyalty to my ancestors and myself. Following
the high example of your illustrious predecessors at the time of the
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